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Part III 


ദർഘാസ് പരസ്യം 


നമ്പർ പി 3 11293 2018 ജി . എം . സി . ഇ . 


2021 ഡിസംബർ 1 . 


എറണാകുളം മെഡിക്കൽ കോളേജിൽ പ്രവർത്തിക്കുന്ന ഇൻസിനേറ്ററിന്റെ അറ്റകുറ്റ പണി 
നട ത്തു ന്ന തിന് മുദ്ര വച്ച ദർഘാസു കൾ ക്ഷണിക്കു ന്നു . ദർഘാ സു കൾ ദർഘാസ് നമ്പറോട് 
കൂടി നിശ്ചിത തിയതിക്കു മുമ്പ് പ്രിൻസിപ്പാൾ ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് , എറണാകുളം , 
കളമശ്ശേരി -683503 എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ് . 


ദർഘാസ് നമ്പർ - പി 3 / 11293 2018 ജി . എം . സി . ഇ . 

/ / 


ഇനം ഇൻസിനേറ്ററിന്റെ അറ്റകുറ്റ പണി നടത്തുന്നതിന് 
അടങ്കൽ തുക ? 4,00,000 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി അടക്കം ) - ? 1,416 ( 1,200 + GST ) 
ദർഘാസ് ഫോറം വിൽക്കുന്ന തീയതിയും സമയവും 20-12-2021 , 10 മണി മുതൽ 


ദർഘാസ് ഫോറം വിൽപന അവസാനിക്കുന്ന തീയതിയും സമയവും - 13-1-2022 , 3 മണി . 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന തീയതിയും സമയവും -14-1-2022 , 1 മണി . 


ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 14-1-2022 , 3 മണി . 


താമസിച്ച് ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ പ്രവർത്തി 
ദിവസങ്ങളിൽ ഈ ഓഫീസിൽ നിന്നോ കോളേജിന്റെ വെബ്സൈറ്റിൽ നിന്നോ ലഭിക്കുന്നതാണ് . 


No.E3-14701 / 2018 / GMC . 


Ist December 2021 . 


Sealed tenders are invited for the Repairing and Replacement of spare parts of Incinerator installed 
in Government Medical College , Ernakulam . 


Items - Replacement of spare parts of Incinerator installed in GMC , Ernakulam . 


PAC- Y 4,00,000 


Cost of tender form ( Including GST ) : 


Original— * 1,200 + 18 % GST 


Duplicate_R 600 + 12 % GST 


The envelopes containing the tender should bear the superscription " Repairing and replacement of 
spare parts of Incinerator ” and should be addressed to the Principal , Govt . Medical College , 
Ernakulam . 


Tender form sale start on 20-12-2021 , 10 p . m . 


Last date of receipt of tender - 14-1-2022 , 1 p . m . 
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The tenders will be opened at 14-1-2022 , 3 p . m . in the presence of such of the tenderers or 
their authorized who may be present at that time . 


Intending tenderers may , on application to the Principal the requisite tender forms on which 
tenders should be submitted . Applications for the tender from should be accompanied by cash 
remittance of 1,200 + 18 % GST which is the price fixed for a forms / set of forms and which is not 
refundable under any circumstances . The tender forms are not transferable . Sale of tender forms will 
be closed at 3 pm on 13-1-2022 . Cheques , postage stamps etc. will not be accepted towards the cost 
of forms , nor will the forms be sent per V.P.P. Duplicate tender forms , if required will be issued ar 
* 1,200 + 18 % GST per copy . 

Details can be had from the office of the undersinged on all working days and also available in 
the web site www.cmccochin.org 


Tender No. — P3 / 14701 / 2018 / GMCE 


Cost of tender document — 1,416 ( including GST ) 


Earnest Money Deposit — 4,000 


Performance Security — 5 % of work order value 


Technical Specification : 


Detailed technical specification and other quality parameters of the instrument are contained 

in Annexure - 1 


General Conditions : 


The bid should be submitted in sealed envelopes which should be superscribed as " Tender 
No. P3 / 14701 / 2018 / GMCE for the repairing and Replacement of spare parts of incinerator 
installed in Government Medical College , Ernakulam ” . 


1. Tender document duly signed with price bid . 


2. Agreement in non - judicial Kerala stamp paper 200 in the specific format . 


3. Earnest Money Deposit in the form of Fixed Deposit Receipt / Demand Draft drawn 

in favour of the “ Principal , Government Medical College , Ernakulam ” . Those who are eligible 
for exemption should submit the copy of the exemption certificate . 


4. Compliance statement of technical specification inthe given format . 


5. Brochure / Technical literature of the specific model with quality certificate as mentioned in 

the technical Specification . 


Govt . Medical College , 
Kalamasery . 


( Sd . ) 
Principal 
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